898 Worthington Ridge 


Brandegee Field and Park 


eter fe, de 10, 2088 79 ome 


House at 898 Worthington Ridge — burned 
down 


note on the right side is the Berlin 
Congregational Church 


from Berlin Historical Society: 
Walking Tour of Berlin’s Historic 
District 


Community Grounds and Community House — (pictured above) served as a 
town community center for many years. The large shingled building sheltered 
playground children on rainy days and hosted many town events. The building 
and original playground were demolished in the late 1970s. 


